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9005040240 LER 89-015-01 :on 891128,determined that leakage existed through valve
used   to   relieve   pressure   from   airlock.Caused   by   excessive   wear   on   valve
internals.Repairs to identified leakage sources made.W/900427 Itr.
CROOK.R.D., MORGAN.R.E. Carolina Power & Light Co. 90/04/20. 5pp. 53719:060-
53719:064.

9005040113 NPDES noncompliance notifications 890516,samples collected exceeded
daily max permit limit of 45 rng/l for total suspended solids with reading of 71 mg/
(.Caused possibly by rainfall prior to sampling.Investigation underway.
LOFUN.LI. Carolina Power & Light Co. 90/04/30. Document Control Branch (Docu-
ment Control Desk). 4pp. 53736:280-53736:283.

9005160368 Documents verbal commitments made to Region II during 900503 telcon re
LER 90-005 on failure to test reactor protection sys  logic channels per Tech
Specs. Logic channels will be tested prior to returning reactor to criticality.
MORGAN.R.E. Carolina Power & Light Co. 90/05/11. Document Control Branch (Doc-
ument Control Desk). 3pp. 53834:274-53834:276.

DOCKET 50-263 MONTICELLO NUCLEAR GENERATING PLANT

f. Security, medical, emergency & fire protection plans

9004240417 Forwards safety evaluation supporting procedures generation package for
plant submitted on 840731,per Generic Ltr 82-33, 880711-22 audit of plant emergency
operating procedures & 891212-14 follow-up insp.

LONG.W.O. Project Directorate 111-1. 90/04/17. PARKER.T.M. Northern States Power
Co. 4pp. 53592:305-53592:320.

-9005030138 Safety evaluation re procedures generation package for
plantCorrespondence from D Musoff dtd 840731 should be reviewed to address pro-
grammatic improvements outlined in Section two of rept.

* NRC - No Detailed Affiliation Given. 90/04/17. 12pp. 53592:309-53592:320.

9004300004 Confirms 900425 mgt meeting in Region III ofc to discuss licensee
progress in resolving security problems.

GREENMAN.E.G. Region 3, Ofc of the Director. 90/04/24. LARSON.C.E. Northern
States Power Co. 2pp. 53676:077-53676:078.

9005020259 Revised EPIPs.including Rev 19 to EPIP 1.1.5,Rev 16 to EPIP 1.1.7,Rev 11
to EPIP 1.1.11,Rev 6 to EPIP 1.1.16 & Rev 28 to table of contents.W/900425 Itr.
FEY.F.L Northern States Power Co. 90/04/25. 158pp. 53690:160-53690:317.

9005220278 Forwards Mgt Meeting Rept 50-263/90-10 on 900425.
NORELIUS.C.E. Region 3, Ofc of the Director. 90/05/10. LARSON.C.E. Northern
States Power Co. 1p. 53899:239-53899:242.

-9005220281 Mgt Meeting Rept 50-263/90-10 on 900425.Major areas discussedrutil
program to improve effectiveness of security at plant site.

MADEDA.T.J., CREED.J.R. Region 3, Ofc of the Director. 90/05/10. 3pp. 53899:240-
53899:242.

9005240160 Revised emergency response plan implementing procedures, including Rev
31 to index,Rev 15 to A.2-101 & Rev 13 to A.2-106.W/900516 Itr.
FEY.F.L Northern States Power Co. 90/05/16. 61pp. 53922:211-53922:271.

P. Operating license stage documents & correspondence

9005210103 Forwards safety evaluation re util 880226 & 1228 Itrs on hydrogen water
chemistry sys.Methods of calculating design dynamic pressure load on turbine & reac-
tor bldg structures in event of worst-case hypothetical detonation acceptable.
STEFANO,JJ. Project Directorate 111-1. 89/02/13. MUSOLF.D.M. Northern States
Power Co. 5pp. 53870:341-53870:350.

-9005210106 Safety evaluation of reactor & turbine bldgs for blast load from hydrogen
water chemistry facility.Steel-sided top floors of bldgs capable of withstanding blast
loads w/o impairing structural integrity.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 89/02/13. 5pp.
53870:346-53870:350.

9005070299 Forwards Amend 71 to License DPR-22 & safety evaluation. Amend de-
letes Table 3.7.1, "Primary Containment Isolation," from Tech Specs to permit updat-
ed SAR to serve as primary ref for identification of containment isolation valves.
LONG.W.O. Project Directorate 111-1. 89/10/19. PARKER.T.M. Northern States Power
Co. 3pp. 53745:074-53745:087.

-9005070307 Amend 71 to License DPR-22,deleting Table 3.7.1, "Primary Containment
Isolation," from Tech Specs to permit updated SAR to serve as primary ref for identifi-
cation of primary containment isolation valves & closure time limits.
THOMA.J.O. Project Directorate 111-1. 89/10/19. 8pp. 53745:077-53745:085.

-9005070309 Safety evaluation supporting Amend 71 to License DPR-22.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 89/10/19. 2pp.
53745:086-53745:087.

9003300128 Suppl 1 to Generic Ltr 89-13 to all holders of OLs or CPs for nuclear power
plants re svc water sys problems affecting safety-related equipment.Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolldat-.
ed Edison Co. of New York, Inc. 128pp. 53601:001-53601:130.

9004240417 Forwards safety evaluation supporting procedures generation package for
plant submitted on 840731,per Generic Ltr 82-33. 880711-22 audit of plant emergency
operating procedures & 891212-14 follow-up insp.

LONG.W.O. Project Directorate 111-1. 90/04/17. PARKER.T.M. Northern States Power
Co. 4pp. 53592:305-53592:320.

-9005030138 Safety evaluation re procedures generation package for
plant.Correspondence from D Musoff dtd 840731 should be reviewed to address pro-

grammatic improvements outlined in Section two of rept.
? NRC - No Detailed /.......     "'       -------------    "      "

j Affiliation Given. 90/04/17.12pp. 53592:309-53592:320.

9004200195 Generic Ltr 90-04 to all holders of OLs & CPs for nuclear power reactors re
request for info on status of licensee implementation of generic safety issues resolved
w/ imposition of requirements or corrective....Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/25. Consolidat-
ed Edison Co. of New York, Inc. 81pp. 53663:001-53663:083.

9005040224 Forwards safety evaluation supporting licensee requested deviation for
manual isolation of reactor bldg closed cooling water sys from automatic isolation re-
quirement.

LONG.W.O. Project Directorate 111-1. 90/04/27. PAKER.T.M. Northern States Power
Co. 3pp. 53736:175-53736:179.

-9005040227 Safety evaluation supporting licensee requested deviation for manual iso-
lation of reactor bldg closed cooling water sys from automatic isolation requirement.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 90/04/27. 2pp.
53736:178-53736:179.

9005070363 Forwards Amend 73 to License DPR-22 & safety evaluation. Amend re-
vises Tech Spec 6.0 re administrative controls to permit shift technical advisor func-
tion to be performed by one of two on-shift senior reactor operators.
LONG.W.O. Project Directorate 111-1. 90/05/01. PARKER.T.M. Northern States Power
Co. 4pp. 53745:156-53745:166.

-9005070365 Amend 73 to License DPR-22,revising Tech Spec 6.0 re administrative
controls to permit shift technical advisor function to be performed by one of two on-
shift senior reactor operators.
DIIANNI.D.C. Project Directorate 111-1. 90/05/01. 4pp. 53745:160-53745:163.

-9005070368 Safety evaluation supporting Amend 73 to License DPR-22.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 90/05/01. 3pp.
53745:164-53745:166.

9005080352 Forwards response to Generic Ltr 89-19, "Safety Implication of Control Sys
in LWR Nuclear Power Plant." All of applicable recommendations of generic Itr satis-
fied except for testing of listed component not required by Tech Specs.
PARKER.T.M. Northern States Power Co. 90/05/04. Office of Nuclear Reactor Regu-
lation, Director (Post 870411). 3pp. 53765:281-53765:283.

9005090359 Concurs w/util findings that individuals in question qualified by virtue of ex-
perience for assigned tasks based on review of util 900411 response to Allegation
RIII-89-A-0147.

GREENMAN.E.G. Region 3, Ofc of the Director. 90/05/04. LARSON.C.E. Northern
States Power Co. 1p. 53771:360-53771:360.

9005160280 Forwards supplemental info on Generic Ltr 90-04 re status of generic
safety issue requirements to assist util in preparing response.
LONG.W.O. Project Directorate 111-1. 90/05/09. PARKER.T.M. Northern States Power
Co. 7pp. 53851:329-53851:335.

9005220163 Forwards "Reactor Containment Bldg Integrated Leak Rate Test Complet-
ed Oct 1989," per 10CFR50,App J.Section V.B.1. Leak rate test procedure will be re-
vised to require plant to notify nuclear support svcs dept upon completion of test.
PARKER.T.M. Northern States Power Co. 90/05/10. Office of Nuclear Reactor Regu-
lation, Director (Post 870411). 1p. 53902:005-53902:063.

-9005220167 "Reactor Containment Bldg Integrated Leak Rate Test Completed Oct
1989."
TOBIN.PA Northern States Power Co. 90/04/12. 58pp. 53902:006-53902:063.

9005160098 Advises that financial info submitted in 900426 Itr satisfies requirements of
10CFR 140.21.

NASH.D.A. Policy Development & Technical Support Branch (Post 870411). 90/05/
11. HALL.EJ. Northern States Power Co. 1p. 53854:041-53854:041.

9005090120 Suppl 1 to Generic Ltr 90-03 to all power reactor licensees & applicants re
relaxation of staff position in Generic Ltr 83-28,ltem 2.2,Part 2, "Vendor Interface for
Safety-Related Components." Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/14. Consolidat-
ed Edison Co. of New York, Inc. 90pp. 53801:001-53801:090.

9005090388 Correction to Suppl 2 to Generic Ltr 88-20, "Accident Mgt Strategies for
Consideration in Individual Plant Exam Process." Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/16. Consolidat-
ed Edison Co. of New York, Inc. 277pp. 53903:001-53903:277.

-9003300127 Suppl 2 to Generic Ltr 88-20 to all holders of OLs & CPs for nuclear
power reactor facilities re accident mgt strategies for consideration in individual plant
exam process.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 138pp. 53903:092-53903:277.

Q. Inspection reports, IE Bulletins & correspondence

9004230012 Ack receipt of util response to NRC Bulletin 88-010 re nonconforming
molded case circuit breakers & informs that issue considered closed.
LONG.W.O. Project Directorate 111-1. 90/04/12. PARKER.T.M. Northern States Power
Go. 4pp. 53559:001-53559:004.

9004240417 Forwards safety evaluation supporting procedures generation package for
plant submitted on 840731,per Generic Ltr 82-33, 880711-22 audit of plant emergency
operating procedures & 891212-14 follow-up insp.

LONG.W.O. Project Directorate 111-1. 90/04/17. PARKER.T.M. Northern States Power
Co. 4pp. 53592:305-53592:320.

9004240215 Forwards safety evaluation accepting util proposed changes to plant feed-
water nozzle insp program.Notes requirement for continued periodic repts & submittal
of another program prior to end of insp interval.

LONG.W.O. Project Directorate 111-1. 90/04/18. PARKER.T.M. Northern States Power
Co. 3pp. 53594:004-53594:009.

-9004240218 Safety evaluation accepting util proposed changes to feedwater nozzle
insp program.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 90/04/18. 3pp.
53594:007-53594:009.

9005110206 Forwards Safety Insp Rept 50-263/90-06 on 900218-0331.No violations
noted.

CLAYTON.H.B. Region 3, Ofc of the Director. 90/04/19. LARSON.C.E. Northern
States Power Co. 2pp. 53812:188-53812:202.ion - V4 & V
